Title 212 WAC 


STATE PATROL 
(FIRE PROTECTION) 


DISPOSITION OF CHAPTERS FORMERLY 


Fire Protection 


CODIFIED IN THIS TITLE 
Chapter 212-02 


DESCRIPTION OF FIRE MARSHAL'S OFFICE— 
ORGANIZATION, OPERATIONS, OBTAINING INFORMATION 


212-02-010 


212-02-020 


212-02-030 


212-02-040 


212-02-050 


General authority, duties and goals of the fire marshal. 
[Order FM-77-1, § 212-02-010, filed 11/17/77; Order 
FMR-68-3, § 212-02-010, filed 8/23/68, effective 
9/23/68.] Repealed by 10-24-065, filed 11/30/10, effec- 
tive 12/31/10. 

Organization and operations. [Statutory Authority: 
Chapter 34.04 RCW. 78-04-076 (Order FM-78-1), § 
212-02-020, filed 4/4/78; Order FM-77-1, § 212-02- 
020, filed 11/17/77; Order FMR-68-3, § 212-02-020, 
filed 8/23/68, effective 9/23/68.] Repealed by 10-24- 
065, filed 11/30/10, effective 12/31/10. 

Functions. [Statutory Authority: Chapter 34.04 RCW. 
78-04-076 (Order FM-78-1), § 212-02-030, filed 4/4/78; 
Order FM-77-1, § 212-02-030, filed 11/17/77; Order 
FMR-68-3, § 212-02-030, filed 8/23/68, effective 
9/23/68.] Repealed by 10-24-065, filed 11/30/10, effec- 
tive 12/31/10. 

Publications and information available. [Order FM-77- 
1, § 212-02-040, filed 11/17/77; Order FMR-68-3, § 
212-02-040, filed 8/23/68, effective 9/23/68.] Repealed 
by 10-24-065, filed 11/30/10, effective 12/31/10. 
Hearings of the state fire marshal. [Order FM-77-1, § 
212-02-050, filed 11/17/77; Order F-75-1, § 212-02- 
050, filed 5/19/75.] Repealed by 10-24-065, filed 
11/30/10, effective 12/31/10. 
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